Alba Prosthetic Supplies 


613 W 247th St 
Bronx, NY 10471 

(917) 985-9436 

http://Albasupplies.com 

Mon-Fri 9am - 5pm 
All credit card. Check 


Description: 

Whether you know the specific orthotic devices you need to make you feel better or you simply 
want to learn more about orthotics, our team of orthotic specialists can help. We assist 
customers every day with their individual orthotic needs, working to ensure the right fit every 
time. 

Foot orthotics provide biomechanical control and stabilization to prevent overuse injuries like 
shin splints, foot pain and knee pain. They also optimize your performance by making each step 
more efficient; less wear and tear on your feet, bones and shoes. 

Lumbar Orthotics is designed to provide support and immobilization of the thoracic and lumbar 
regions following various surgical procedures/ traumatic injuries. At Alba all of our Orthotics 
solutions are fabricated to patient specification. 
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